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Location of Controls / /^</U6E 


O i / | £$ 


21 22 23 24 25 26 27 28 29 30 


!"l *' '"j 




Knob 

S R-knob L BLK 

(22480321) 

Volume 

RK0971214 

(00452634) 


Display Cover 
(22065240) 

LCD RCM6027T-1A 
(01127589) 


Keytop 

FSKEYTOP SX1HBLK 
(22495206) I 


Knob 

M R-KNOB MF BLK 
(22485188) 

Encoder 

RK09710W 

(13289196) 


LED COVER 
(22043116) 

LED(Green) LNJ301MPUJA 
(01010856) 


Keytop 

F S KEYTOP MX2H BLK 
(22495210) 


F C-ESCT MXIH BLK 
(22225374) 


3xEFX 8x EXPANS/ON 





VALUE 

c 

(PUSH) 

SOUND LIST 

b 


PERFORM PATCH RHYTHM SYSTEM 


_EFFECTS ON/OFF_ 

SHIFT UNDO I EFX CHORUS REVERB 




i 



USER CARD 

PRESET EXP CATEGORY 



A 1/9 B 2/10 C 3/11 D 4/12 

_.TONE SELECT_ (GM . 

12 3 4 


E 5/13 F 6/14 G 7/15 H 8/16 
-PART SELECT- 



MIDI MESSAGE 



Front Panel 
(01122123) 


Jack(STREO 6.5mm) 

YKB21-5255 

(01129145) 


Keytop 

FSKEYTOP SD1HBLK 
(22495205) 

LED(Red) LNJ801LPDJA 
(00782478) 


Keytop 

F S KEYTOP SX1H BLK 
(22495206) 


Keytop I 
SE-50 RACK 
KEYTOP 249-244 
(22490244) 


Keytop F S KEYTOP SD1H BLK 
(22495205) 

LED(Red) LNJ801LPDJA 
(00782478) 


Rack Power Button 
F S-BUTTON MX BLK 
(22495565) 

F B-ESCT MXIH BLK 
(22135612) 

AC PUSH SWITCH 
SDDLB1-B-D-2 TV-5 5A/250V 
-71 (13129160) 


A 


RISK OF ELECTRIC SHOCK 
DO NOT OPEN 


A 


ATTENTION: RISQUE DE CHOC ELECTRIQUE NE PAS OUVRIR 


WARNING- THIS device complies with part is of the 

imnmnu. FCC RULES OPERATION IS SUBJECT TO THE 

TO REDUCE THE RISK FOLLOWING TWO CONDITIONS: (1) THIS DEVICE 

OF FIRE OR ELECTRIC MAY NOT CAUSE HARMFUL INTERFERENCE, AND 
SHOCK, DO NOT EXPOSE (2) THIS DEVICE MUST ACCEPT ANY INTERFERENCE 
THIS APPLIANCE TO RECEIVED, INCLUDING INTERFERENCE THAT MAY 

RAIN OR MOISTURE. CAUSE UNDESIRED OPERATION. 


□ □ 
□ 


_MIDI. 

THRU OUT 


mw 


DIRECT 2 
R L 


-OUTPUT- 
DIRECT 1 
R L 


MIX 

L(MONO) 


JV-2Q80 


AC Inlet 

CM-11 18A/250V/3P( 13429718) 


Bottom chassis 
(01122090) 


MIDI Connector 
YKF51-5046 
(13429273) 


JACK(mono 6.5mm) 

HLJ7101-01-3010 

(13449283) 


Top Cover 
(01122134) 
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22153592 BOSS NUT S-770 L18 

22155546 BOSS NUT M3/M3 L22 

40011056 3x6mm BINDING B-TIGHT ZC 

40011101 3x8mm BINDING B-TIGHT BZC 

40013067 3x8mm W-SEMS WITH SMALL WASHER ZC 

40011156 3x8mm ELAT B-TIGHT BZC 

40011189 3x8mm PAN P-TIGHT ZC 

40011201 3x8mm PAN P-TIGHT BZC 

40011501 3x8mm SEMS BZC 

40011745 M4 NUT WITH SPRING WASHER 

40012345 4x10mm BINDING B-TIGHT BZC 
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PARTS LIST //*-'7 UXh 


SAFETY PRECAUTION: 

The parts marked A have safety- 
related characteristics. 

Use only listed parts for 
replacement. 

Ay'"C v'g|5uri (i > 

.h#giJ*S[S n a pT:''to 

3c* CO IS (±, ligSA/dSuT. 

##JiW»g|5p n r. fiffifr fcV'J: 

iCLTT^', 


CONSIDERATIONS ON PARTS ORDERING 

When ordering any parts listed in the parts list, please specify the following items in the order sheet. 

QTY PART NUMBER DESCRIPTION MODEL NUMBER 

Ex. 10 22575241 Sharp key C-20/50 

15 2247017300 Knob (orange) DAC-15D 

Failure to completely fill the above items with correct number and description will result in delayed or 
undelivered replacement. 

MC(4\ *TTfdma§ttIE«MdAtTT£Wo («W±I&<) 

SM it o v 7 t>d“ ISJSlSft 

W) 10 22575241 Sharp key C-20/50 

15 2247017300 Knob (orange) DAC-15D 

i> LfBxan., 

to IWA*d3Bv>L4to 


NOTE : The parts marked # are new (initial parts). 

>± M: #ep£>ov>TV'£MJi> pntr-tc 

— MAIN BOARD 

— JACK BOARD 

— CARD BOARD 
-> PHONES BOARD 

— POWER SUPPLY UNIT 


EXPANSION BASE BOARD 
PANEL BOARD 
IND BOARD 
PWSW BOARD 
ENCORDER BOARD 


CASING/fr 

# 01122123 

# 01122134 

# 01122145 
01125067 
12359137 
22065240 
22125586 
22135612 
22225374 


FRONT PANEL 
TOP COVER 
EXP COVER 
FRONT HOLDER 
FOOT SJ-5012 BLK 
DISPLAY COVER 
RACK ANGLE 2U 
F B-ESCT MX1H BLK 
F C-ESCT MX1H BL1K 


POWER SW GUIDE 
RAMCARD ESCUTCHEON 


CHASSIS /yu 

# 01122156 

# 01122090 
22043116 
22205784 
22205856 
22150410 


SHIELD-COVER 
BOTTOM CHASSIS 
LED COVER 
CARD HOLDER 
PHONES HOLDER 
D-110 SLEEVE 


KNOB, BUTTON/Oj 


22480321 

S R-KNOB L BLK 

VOLUME 

22485188 

M R-KNOB MF BLK 

ENCODER 

22490244 

RACK KEYTOP 

CURSOR 

22495205 

F S-KEYTOP SD1H BLK 


22495206 

F S-KEYTOP SX1H BLK 


22495210 

F S-KEYTOP MX2H BLK 


22495565 

F S-BUTTON MX BLK 

POWER SW 


SWITCH / X -f 7 5 1 


! 13129160 
13169752 


SDDLB1-B-D-2 
EVQ 213 05R 


AC SW 
TACT SW 


SW701 on PSB 
SW201-238 on PNB 


JACK / y -V 7 J? 
# 01129145 
13449283 
13429273 


YKB21-5255 WITH EMI METAL 

HLJ7101-01-3010 

YKF51-5046 MIDI 


JK601 on PHB 
JK2-7 on JB 
JK1 on JB 


DISPLAY UNIT/^ 7 Jn 21 ~ 7 h 

# 01127589 RCM6027T-1A 


PCB ASSY / _ 

# 70896034 PWB EXP BASE ASSY(PCB 01122990) 

# 70896056 PWB JACK ASSY(PCB 01123023) 

# 70896078 PWB PANEL ASSY(PCB 01123078) 

# 70896101 PWB PHONES ASSY(PCB 01123045) 

# 70896112 PWB CARD ASSY(PCB 01123056) 

# 70896145 PWB PWSW ASSY(PCB 01123067) 

# 70896167 PWB ENC ASSY(PCB 01123034) 
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# 70897323 PWB IND ASSY(PCB 01124023) 

# E 70905956 MAIN&HEATSINK(PCB 01122989) 


15199944 

SED1335F0B 

LCD CONTROLER 

IC4 on MB 

15235149 

HG62E11B24FS 

CARD CONTOROLER 

IC8 on MB 

15249111 

TC7WU04F(TE 12L) 


IC27 on MB 

15259738T0 

TC74HC138AF(EL) 


IC102 on MB, IC1-4 on EXB 

15259823T0 

TC74HC574AF(EL) 


IC105 on MB 

15259884 

TC7S08F(TE85L) 


IC9 on MB 

00897912 

TC7SH32F (TE85L) 


IC28 on MB 

15289105 

UPC4570G2-T2 

BP OP AMP 

IC19-21, 106 on MB 

15289111 

TL062CPS TAP-L 

JFET OP AMP 

IC103 on MB 

15289123 

M51953AFP-600C 

RESET 

IC24 on MB 

15289402 

TA78L05F(TE12L) 

RGL+5V 

IC22 on MB 

00127490 

TC7W08F(TE12L) 


IC104, 115 on MB 

00128890 

HY6264ALJ-70TE2 

SRAM 

IC101 on MB 

00232567 

PCM69AU-1/T2 

D/A CONVERTOR 

IC12-14 on MB 

00236834 

TC74VHC21F(EL) 


IC109 on MB 

00236845 

TC74VHC245F(EL) 


IC111-114 on MB 

00236878 

TC74VHC74F-EL 


IC107 on MB 

00343823 

M60205-0601FP 

SH GA 

IC6 on MB 

00346490 

TC3W01F(TE12L) 


ICllOon MB 

00670612 

HM62864LF7 SLZ 

SRAM 

IC7 on MB 

00897078 

TC170C200AF-005 

TG 

IClOon MB 

# 00900812 

TC170C110AF-002 

DSP 

IC11 on MB 

00906078 

MB 81C4256A-60PJ-G-ER 

DRAM 

IC23 on MB 

01017256 

LH535KNH 

WAVE ROM 

IC17 on MB 

01017278 

LH535KNG 

WAVE ROM 

IC16 on MB 

# 01122267 

TC74VHCT245F(EL) 


IC5 on EXB 

01126612 

TC514260DJS-60(YEL) 

DRAM 

IC5, 18,25 on MB 

# 01231545 

HD6437034SD09F 

CPU 

IC1 on MB 

# 01236567 

LH28F016SUT-10 

FLASH ROM 

IC2 on MB 

15169305H0 

HD74LS08P 

DIP 

IC1 on JB 

15189186 

UPC4570C 

DIP BP OP AMP 

IC 2, 4-8 on JB 

15189248 

M5216P 

DIP BP OP AMP 

IC9 on JB 

15229706S0 

PC910X 

DIP PHOTO COUPLER 

IC3 on JB 

TRANSISTOR / 

h 77 > V7s $ 



15309101 

2S A1037KR(T 146) 

CHIP 

Q6 on MB 

15319101 

2SC2412KR(T 146) 

CHIP 

Ql-4 on MB 

15329503 

DTA124EK(T146) 

CHIP DIGITAL 

Q5 on MB 

00679312 

RN1402(TE85L) 

CHIP DIGITAL 

Q7 on MB 

15119132 

2S A1015-GR(TPE2) 


Q4 on JB 

15119144 

2S A1048-GR(TPE4) 


Q6 on JB 

15129151 

2S C1815 -GR(TPE2) 


Q2, 3 on JB 

15129152 

2SC2878-A(TPE2) 


Q9-16 on JB 

15119604 

2SB649AC( AV C) 


Q7 on JB 

15129604 

2SD669AC( A V C) 


Q5 on JB 

15129215 

RN2207(TPE4) 


Q1 on JB 


DIODE / K _ 

15019126 lSS133(T-77) SWITHCING 

15039128 DSF10TC-KB1 RECTIFIER D3 on JB 

15339105 DAN202K(T146) CHIP ARRAY DAI on MB 


00782478 LNJ801LPDJA LED RED 

01010856 LNJ301MPUJA LED GREEN D501 on IB 

RESISTOR / 


15399301 

RPC10T0R0 

OOhm 

LI, 2 on EXB 

15399926 

MCR50-101J 

1/2W 

R54 on MB 

00346690 

RCE9A682JAG7A 

ARRAY 

RA15, 17 on MB 

15399965 

RCE9 A103 JAG7 A 

ARRAY 

RA13, 16, 22-24, 27-31, 6-38 on MB 

01013923 

EXBV8V100JV 

ARRAY 

RA3, 5,8, 10, 14, 18-21 on MB 

01013578 

EXBV8V470JV 

ARRAY 

RA25, 26 on MB 

00126112 

EXBV8V101JV 

ARRAY 

RA1, 2, 4,5,6, 32, 33 on MB 

00126101 

EXBV8V221JV 

ARRAY 

RA11, 12 on MB 
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15409113 

EXBV8V103JV 

ARRAY 

RA34, 35 on MB 

15399968 

RCE9A104JA 

ARRAY 

RA9 on MB 

POTENTIOMETER/<KU zl — J* 



00452634 

RK0971214 

ROTARY VR 

VR601 on PHB 

CAPACITOR / □ >?>*)-- 



13519452 

DD306-959F104Z25 

CERAMIC 

Cl-3, 8, 14, 17, 18, 20, 23 on JB, C601 on PHB 

13549343 

ECQ-B1H151KF3 

POLYEST. 

CIO, 22, 24, 30, 35, 50 on JB 

13549344 

ECQ-B1H181KF3 

POLYEST. 

Cll, 19, 25,29, 39, 47 onJB 

13549251M0 

ECQ-B1H471JF3 

POLYEST. 

C61, 71 on JB 

13549255M0 

ECQ-B1H102JF3 

POLYEST. 

C16, 21, 26, 27, 31, 37, 38,40,43-45, 51, 55, 56, 58, 63, 64, 66 on JB 

13549267M0 

ECQ-B1H103JF3 

POLYEST. 

C57, 72 on JB 

13549275M0 

ECQ-B1H473JF3 

POLYEST. 

C15, 28, 32, 48,52, 69 on JB 

13639509S0 

6.3MV47HW+T 

CHEMICAL 

C24, 26, 91 on MB 

13639510S0 

6.3MV100HW+T 

CHEMICAL 

C_l, 2, 58 on MB, C5 on JB 

13639546S0 

16MV10HW+T 

CHEMICAL 

C22, 25, 28, 29, 34, 37, 40, 75 on MB C301 on CB 

13639549M0 

ECEA1CKA470B 

CHEMICAL(LOW) 

C12, 13, 34, 36, 41, 49, 53, 60, 62, 70, 79-82 on SB 

13639549S0 

16MV47HW+T 

CHEMICAL 

C33,35,36,38,39,41,61-63,65,67-69,318,323 on MB, C6,33,24,46,54,59,67 on IB 

13639550 

ECA1CM101B 

CHEMICAL 

C7, 65, 68, 75 on MB 

13639550S0 

16MV100HW+T 

CHEMICAL 

C60, 90 on MB 

13639551 

ECA1CM221B 

CHEMICAL 

C76-78 on JB 

13639551S0 

16MV220HW+T 

CHEMICAL 

C70, 71 on MB 

13639585S0 

35MV4R7HW+T 

CHEMICAL 

C64 on MB 

13639602S0 

50MV1HW+T 

CHEMICAL 

C3 on MB 

00569578 

6.3MV470HC+T 

CHEMICAL 

C73 on MB 

15369143S0 

16CV22BS 

CHIP CHEMICAL 

C6 on EXB 

00347223 

ECST0JY106R 

CHIP TANTALIUM 

C92 on MB 

FILTER, BEADS / 7 Y JU £ — v fcf-X 



00233267 

SNT-D30TF 

EMI FILTER 

L603 on PHB 

00907856 

BLM21A601SPT 

CHIP BEAD 

LI, 2, 4-6, 102 on MB 

12449355 

FBR07HA850TB00 

FERRITE BEAD 

LI, 2, 5-13, 15-17, 19-21, 23, 24 on JB 

CRYSTAL, OSCILLATOR / TKHSlilSs 



00894023 

MA-406 20.000MHZ TE24 

CRYSTAL 

XI on MB 

# 01232089 

DOC-49S2 65.5360MHZ 

OSCILLATOR 

X3 on MB 

# 01437367 

DSX840GA 24.613MHZ 

CRYSTAL 

X4 on MB 

ENCODER/ !>□ — £ — 



13289196 

RK09710W 

ROTARY ENCODER 

EN401 on ENB 

CONNECTOR / U * 7 7 - 



00453490 

52045-3410 

FFC 

CN6 on MB, CN302 on CB 

00780990 

52045-3510 

FFC 

CNIOon MB, CN9 on EXB 

13379151 

IL-FPC-14ST-N 

FFC 

CN3 on MB 

13379152 

IL-FPC-16ST-N 

FFC 

CN14 on MB 

13379157 

IL-FPC-16SL-N 

FFC ANGLE 

CNIOon EXB 

13369598 

52147-0310 

WIRE TRAP 

CN4 on MB 

13369599 

52147-0410 

WIRE TRAP 

CN2 on MB 

13369601 

52147-0610 

WIRE TRAP 

CN7 on MB 

13369602 

52147-0710 

WIRE TRAP 

CN9 on MB 

13369604 

52147-0910 

WIRE TRAP 

CN5 on MB 

13369605 

52147-1010 

WIRE TRAP 

CN1 on MB 

13369607 

52147-1210 

WIRE TRAP 

CN11 on MB 

# 13369857 

52151-0810 

WIRE TRAP ANGLE 

CN601 on PHB 

13369898 

B2P3-VH 7A/250V0 

POWER 

CN701 on PSB . 

13429233 

7508095A 

RAMCARD 

CN301 on CB 

13429292 

51048-0300 

CABLE HOLDER 

CN501 on IB, CN602 on PHB 

13429293 

51048-0400 

CABLE HOLDER 

CN401 on ENB 

13429295 

51048-0600 

CABLE HOLDER 

CN203 on PNB 

13429296 

51048-0700 

CABLE HOLDER 

CN1 on JB 

13429297 

51048-0800 

CABLE HOLDER 

CN3 on JB 

13429298 

51048-0900 

CABLE HOLDER 

CN202 on PNB 

13429299 

51048-1000 

CABLE HOLDER 

CN201 on PNB 

13429301 

51048-1200 

CABLE HOLDER 

CN2 on JB 

13429833 

52411-0402 

PIN HEADER 

CN1-8 on EXB 

13439297 

IL-S-8P-S2T2-EF 

WAFER 

CN13 on MB 

13439335 

IL-S-6P-S2T2-EF 

WAFER 

CN12 on MB 


WIRING, CABLE/ 


00783001 

35x80-A6.0BBR-P1.25-HBL10 

FFC 

MB-EXB 

00905001 

16x70-A6.0BBR-P 1,25-HBL 10 

FFC 

MB-EXB 

# 01124001 

34xl80-A6.0BBR-P1.25-HBL10 

FFC 


01010656 

14xl25-A6.0BB-P1.25 

FFC 

LCD-MB 

# 00890023 

7x300-P2.0 RIBON CABLE 


JB-MB 

00890234 

9x250-P2.0 RIBON CABLE 


PNB-MB 

00890401 

10xl50-P2.0 RIBON CABLE 


PNB-MB 

00890745 

12x250-P2.0 RIBON CABLE 


JB-MB 

00902067 

3x300-P2.0 RIBON CABLE 


IB-MB 

01014678 

4xl50-P2.0 RIBON CABLE 


ECB-MB 

# 01237934 

3x 150-P2.0 RIBON CABLE 


PHB-MB 

# 01125601 

6x250-P2.0 RIBON CABLE 


PNB-MB 

# 01125612 

8x250-P2.0-S RIBON CABLE with SIELD 

JB-PHB 

01123990 

JV-2080 WIRING W-l 

POWER 

AC INLET-PSB-PSU 

# 01124390 

JV-2080 WIRING W-2 


8P PSU-MB 

# 01124401 

JV-2080 WIRING W-3 


6P PSU-MB 

^ 23503125 

SP-700 INLET EARTH WIRING 


AC INLET-SHASSIS 

POWER SUPPLY UNIT / 7 h 



01121345 

RH1 

SWITCHING 


AC INLET / AC< > U 7 h 



^ 13429718 

CM-11 

AC INLET 


BATTERY/H>ti 




00238990 

CR2032 210MAH/3V 

LITHIUM BATTERY 

BT-1 on MB 

SCREW / fa UH 



12199556 

MET41-0105 

SNAP JACK 

PHONES ASSY 

22153592 

S-770 L18 

BOSS NUT 


22155546 

M3/M3 L22 

BOSS NUT 


40011056 

3x6mm BINDING B-TIGHT ZC 



40011090 

3x6mm BINDING B-TIGHT BZC 



40011101 

3x8mm BINDING B-TIGHT BZC 



40011156 

3x8mm FLAT B-TIGHT BZC 



40011189 

3x8mm PAN P-TIGHT ZC 



40011201 

3x8mm PAN P-TIGHT BZC 



40011501 

3x8mm SEMS BZC 



40011745 

M4 NUT WITH SPRING WASHER 



40012345 

4x10mm BINDING B-TIGHT BZC 



40013067 

3x8mm W-SEMS WITH SMALL WASHER ZC 


PACKING CASE/^M 



# 01122167 

UPPER PAD 



# 01122178 

LOWER PAD 



# 01122189 

PACKING CASE 



# 40236612 

VINYL BAG MILLER MAT 0.5*600*460 


MISCELLANEOUS / ^CDflfe 



00238956 

CR2032BH 

BATTERY HOLDER 


# 01235534 

60-12-20268-TW10 

HEATSINK 


12189810 

WLS-14-094V0 

PCBSPACER 


12199584 

Ml 698 

GROUNDING TERMINAL 

40016512 

T-18S 

INSULOK TIE 80M/M 


40016534 

T-18L 

INSULOK TIE 204M/M 


40017367 

CS-6 

COATINQ CLIP 


40122934 

#501F W5MM 

DOUBLE FACED ADHESHIVE TAPE 

40128534 

#575X W30MM 

DOUBLE FACED ADHESHIVE TAPE 

40013812 

CAUTION SEAL IEC GND 



^ 40126812 

CAUTION LABEL BARRIER 



ACCESSORIES(Standard) / If#In n n 

1- 



00894367 
00894378 
^ 00894389 
^ 00907001 
^ 23495124 

# 70895990 

# 70897356 


SP18A+IS14 VCTF2X0.75 
SP301+IS14 SJT18/3 
SP22+IS14 H05VV-F3G1.0 
KP-610, GTBS-3, KS-31A 
SC-114-J01 ES303 10HMA 
OWNER’S MANUAL SET(JAPANESE) 
OWNER'S MANUAL SET(ENGLISH) 


AC CORD SET 100V 
AC CORD SET 120V 
AC CORD SET 230V 
AC CORD SET 240E 
AC CORD SET 240A 
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IDENTIFYING THE VERSION NUMBER A -'7 a 777 A-< 7 ){SiS^r>i 

Press the [SYSTEM] button, then press the [A] (tone switch) [SYSTEM] 7' 7 7 7 LXfrb [F6](Info) ®7 7 7# L 

button while holding down the [F6] (Info) button. 7 b [A]( b - 7 7 7 '7 7 1 ) 7> 7 7 7 7 ff L £ t o 

The display in Fig. 1 appears on the screen. Mffi li[Fig.l]Af|jtl2 & *9 3:7o 


Fig. 1 


"1.01" shown on the left side indicates the program ROM ^EilUC) 1.01 li 7D)'7 A ROM O, 777) CPU1.00 li 

version number, and "CPU1.00" shown in the center the CPU7) / 2 — 7 3 7 7 7 t- 7 o 

CPU version number. 



USER DATA SAVE AND LOAD 

Connect the MIDI-OUT of the JV-2080 to the MIDI-IN of 
the external sequencer. 

Press the [UTILITY] button to display the utility screen, then 
press [F4] (Xfer). 

Press [FI] (to MIDI) and then set the Source to "ALL" and 
"USER". 

Start the real-time recording on the external sequencer. 


Press [F6] (Execute) of the JV-2080 to transmit data from the 
MIDI OUT. 


a- +K—K 

JV-2080 (D MIDI-OUT t V“777“ 7)MIDI-IN7 

MIDI 7 “ 1 1 to 

[UTILITY] 7 7 ’itf 7 7^-® 

[F4](Xfer)7ft Lt to 

[FI](to MIDI)#7 >7# LXfrb Source7ALL t USER 
12 -fe 7 b "to 

7;l/70 A • hn-rV 7 7"7-7 

7“ b 

JV-2080 7) [F6] (Execute) 7 ]f1~ £ > MIDI-OUT bf“ 

7«'ff £ tit to 



The real-time recording for the external sequencer is 
complete. 

Return the data to the JV-2080. 

Connect the MIDI-IN of the JV-2080 to the MIDI-OUT of 
the external sequencer. 

Operate the external sequencer to play the data for the JV- 
2080. 

The data is transmitted from the sequencer and taken into the 
main unit. 


7bt|7>-7 7+b-<?) , J r; 1/7 7 A Un-7'7 >7"7£*- 

7Uto 

7'— 7 7 JV-208012 Hi - 

JV-2080 (D MIDI-IN 1 7bfl$ '>“777“ 7) MIDI-OUT 7 
MIDI7 “ 7"7tii 1 t to 

TbfB '7 “ 7 7 7 “ 7 Mb t X JV-2080ffl 7) 7“ 7 7 7° 7 
4Lito 

7“ 7 7 7 “ 7 b 7“ 7 #* j&flf $ 12®. t) 

Ito 
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FACTORY PRESET 

Press [UTILITY] and the indicator lights up. 

Press [F6] (Menu) twice, then select Menu 3. 

Press [FI] (Factory) to display the Factory Preset screen. 
(Fig. 3) 


7 tO MJ-7U-tr y b 


[UTILITY] 7ff IT, 7 7 77 




[F6] (Menu) 720# Menu 3 7 ill i~ o 

[Fl] (Factory) 7#Lf1~o Factory Preset®® #L 
^ fit to ([Fig.3]) 


UTILI TV/ - Factory 


Q Factory Freset Q 


This will clear all the internal memory contents 
and recall factory presets. 


Press [Execute] to initialize. 


Press [F6] (Execute) to execute the factory preset. 

If you want to exit the Factory Preset screen without 
executing it, press [EXIT]. 

When the factory preset is complete, the display returns to 
the PATCH Play screen. 

NOTE: If the message "Write Protect ON" is displayed (Fig. 
4), press [DEC] to set to "Write Protect OFF", then 
press [F6] (OK) to turn off the message and press 
[F6] (Execute) again to execute the factory preset. 


[F6] (Execute) 7#LT\ 7 T 7 b ] ) “ • 7°'J 4r y 

b 77 £t Ltto 

’712Factory Preset®®#' b tfchf & 12 li „ 
[EXIT] 7ffLt7o 

7 7 7 b V “ • 7°U 7 bfil±PATCHPlay®®!2 7 *) 

tto 


“Write Protect ON” t 7/7 *) tt 

(Fig.[4]) 0 CcDlJr^li [DEC] 7#LTI££7 
“Write Protect OFF” 12 L ^ [F6] (OK) 7 L 

Ti§7u7'/i &■?—!■£ [F6] (Execute) 7 

lt7t 7 b v“ • 7 o ')L7 y^miLtto 


UTILITVxFaciory 


q Factory Freset Q 


This will clear all the internal memory contents 
and recall factory presets. 

User Memory Write Protected! 

Write Protect TEH 
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VERSION UP THE FLASH ROM 

Required Items 

SMF compatible sequencer 

MIDI cable 

JV-2080 upgrade disk set (RNo. 17048649) 

NOTE: The user data may be erased by upgrading the 
version. Be sure to make a backup of the user data. 
(See the description of "Bulk dump".) 


7 7 7 V iROM(DM'- v a 

%> <o 

smfMJl 7 — 7 y *9* *- 

MIDI 7 - 7" 7 

JV-2080 /*“ v 3 'y 7 7 7° f f 7 7 Jr 7 f (RNo. 17048649) 

f± ! 7^- V 3 7 7 7 7°T7 t 7 17--+P- T - 7 

9 7 07'7 7 

T7 ySrffoTT^v^o ( r^7F7 7"7 7°J 7>Jl 
Sr 2'IT^v^) 


NOTE: Do not turn off the power during upgrading. H ; . ! 7 7 7°7'“ h '7 7 S"® £? 7 V^"CT$ V* D 

Connect the sequencer (MIDI OUT) to the JV-2080 (MIDI 7 - 7‘ 7 +h - (MIDI OUT) £ JV-2080 (MIDI IN) Sr o & jV 

IN). f “to 

Turn the power on while pressing [DEC] and [1-8/9-16] on JV-2080<7[DEC] t [1-8/9-16] Sr iff L Sir if b Udi)^ Sr Xtl X 
the JV-2080. The display in Fig. 5 appears on the LCD. <( fz c? V^ Q LCD7[Fig.5]7>i§TF:7'tiJ £ ~f 0 


Fig. 5 


NOTE: There may be occasions in which only one character 7 ! 7'-y 3 77 7 7°E~ Fl-JoV'T, f/7 7° 7 7 
is shown on the LCD in the update mode. This is not U 1 77 1 L 7^/F £ tl Sr A ^ 7 77 

a trouble and the version can be upgraded. If this A -7 3 77 7 7WpSM& < £rt>fl£'t 0 2 ( 0 |f 

happens, refer to the LED display to continue LCD 7)^^Sr##(2 LT^fpSrjfl^TT 

upgrading of the version. $ V 7 

Press the [VALUE] dial. The message "Check Device ID" is VALUE7 7'Srff LX ( ft $ V' 0 LCDU [Check Device 

shown on the LCD and then the display in Fig. 6 appears. IDj t flt/F L 7 fix [Fig. 6 ]7) 7 7 (7f*|;F L ^ 7 0 


Fig. 6 


NOTE: Do not mix the MIDI data by operating the keyboard '/F ! SMF T “ 7 <7 7° 7 7 7 X „ 7 Sr 1717 L T 

during the play of the SMF data. MIDI 7 “ 7 7 f!l A £ *7 7 V ^ -9 LLTT?V > 0 

Play "-000001 .mid" with the sequencer. The "MID 7“7 7*77:7 _000001.midSr 7° 7 7 LX <( 

MESSAGE" LED of the JV-2080 starts to blink, and a JV-2O8O0MIDI MESSAGE<7LED7 l<^7#?&A LCD 

display like that shown below appears. XLkXD X 7 7|§:7F7'tB £ 7o 

Receiving MIDI System Exclusive Message. 

C_] 




Fig. 7 


JV-2080 


The play will end after 50 or 60 seconds, then the following WxLfPt^X 7 ° 7 7 h t JV-2080 <D LCD hXtfz<D X 

display will appear on the LCD of the JV-2080. (The check 7 X^i/F L £ "7 0 

sum value is just an example.) (f x7 7tA Ojjt X"£~ 0 ) 



Press the [VALUE] dial, and the following display appears VALUE7 7"Srff LX (, tz £ V^ D LCD7/77>jttt7A/F£ 
on the LCD. tl£to 



Repeat loading and playing, and press he [VALUE] dial after 
playing "_00002 ~ _00032.mid" then upgrading of all data 
is complete. (_000024.mid ~ 000031.mid are not required.) 

When "MIDI MESSAGE" blinks and the display in Fig. 10 
appears on the LCD, turn the power off. 


Ft 7°W O&ftZfflL Oj&U _000002 ~ 
_()00032.mid 7 7°77 %. VALUE £ 
£ A A 71^7 t 7 7 7° A- [ tl tV^to 

(_000024.mid~_000031.mid ) 

"MIDI MESSAGE" i)L^M U LCD ^'[Fig.10] 7 ^7 L 



NOTE: If an error occurs during upgrading, the [SYSTEM] 
LED flashes and the following message will appear 
after "Error! Code= ". At the same time, the LED; 
corresponding to the error lights up. 


: 77 7°7'“ h 4U2 x 7 - L tz^j'kX IX > 

[SYSTEM] X) LED ifL "Error! Code=" (D&t 
o 7 7 7 “ y 7A71 tl 11 o 170# 7^ 
7 “ Xttfct X LED 7'AAT L£to 


LCD Message Light up LED Error contents 

• Flash ID [USER]; Device ID Error 

• Vpp Low [BANK B]; Vpp Low Detect, Operation Abort 

• Erase Stat [BANK C]; Error in Block Erasure 

• Prog Stat [BANK D]; Error in Data Write 

•Data Verify [BANK E]; Verify Error 

There are problems on the flash memory and associated circuit. 

• Over Run [CARD]; Over Run Error 

•Framing [PRESET]; Framing Error 

• Parity Error [EXP]; Parity Error 

• ExclChecksum [CATEGORY]; System Exclusive Checksum Error 

There is a problem on the receiving part in the MIDI data. 


LCD 7 v-fe-7 ,7iTT&LED ^7-17# 

• Flash ID [USER]; Device ID Error 

• Vpp Low [BANK B]; Vpp Low Detect, Operation Abort 

• Erase Stat [BANKC]; Error in Block Erasure 

• Prog Stat [BANKD]; Error in Data Write 

• Data Verify [BANKE]; Verifiy Error 

flash memory 9 X To 

• Over Run [CARD]; Over Run Error 

• Framing [PRESET]; Framinig Error 

• Parity Error [EXP]; Parity Error 

•ExclChecksum [CATEGORY]; System Exclusive Checksum Error 

MIDI 7- 7 9 t to 


If an error occurs, check the connections and redo upgrading 
from the beginning. If an error occurs again in a specific file, 
the SMF data may be impaired. 

If you cannot enter the update mode even if you redo 
upgrading, the flash memory needs to be replaced. 


7 -l tzxix , mmtm 

y3 7777A^7f)Y9filtT$v> 0 £tz, # 
teT) 7 T 7 ;L7SMF 7~ 
7 <9 £i~ 0 

A— v 3 7 7 7 7°^* A 3 9 DtC L tz t ^ Xyf 7 3 7 7 7 
7 °7— FXXtl^X ( o fzWobXX^ flash memory 7)^]^ 

tf^x%9£t 7 












ENTERING TEST MODE 

Turn the power on while pressing the [INC] • [DEC] buttons [INC] 9 7 t. [DEC] 9 7 ^ [VALUE] V 7 0 I? R tz. 70 
and the [VALUE] knob. 

At this point, keep pressing these buttons and knob until the C 0 0f N LCD/6 s [FIG. 11] l- tzhli X'MXfP- A & V^'CT R 

display in Fig. 11 appears on the LCD. (approx. 10 seconds) 0 O ($J 1 0 fP) 



Message 
"XP NG" 
"BATTERY NG" 
"CPU RAM NG" 
"DRAM NG" 
"SRAM NG" 

"XP RAM NG" 
"CSP RAM NG" 


Check: 

IC5 on MB 
BT1 on MB 
IC12 on MB 
IC21, 22 on MB 
IC17 on MB 
IC5 on MB 
IC14, 15 on MB 


When the memory test is complete, the display in Fig. 13 
appears on the LCD. 


H&7o LCD[i[Fig.l3]£^7Et£1'c 
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Fig. 13 
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TEST MODE 

Required Items 

Audio cables 
Monitor speakers 
MIDI cable 
Headphones 

RAM cards M-512 (2 pieces) 

Wave expansion boards SR-JV80 Series (8 pieces) 

NOTE: Install the eight wave expansion boards into the 
main unit before turning the power on. 

You can install the eight wave expansion boards in 
any order. The same type of wave expansion boards 
can be used. 

NOTE: User Data is erased in test mode. 

Be sure to make a backup copy of the data. 


t 7s h ^ — K 

Split *£<*> 

T-tT PP-pPv 

MIDI P — 7" 7k 
^y R 7 

RAM 77 - R M-512E 2 

(/x-Tin/Oy a 7ds- R(SR-JV80 7 

V — X) 8 

: 8^00 7 -X- — 7'-X. ^yryya ytf— R itMM % 

^ dL A/ 0 


: tTs RKA& 

£i~(DX\ ‘Aff- 9 (Dsiy 9 7 y 7 0; Ht o XT 


Test Items MIS 

The following six tests are available for the JV-2080. JV-2080 K liRlT06'70T 7 h TP> to 

Refer to each test item for more details. 0 7. T 0 {7 O 0 T (i > X hMS & 0PM L T 

< tfSVN, 

1. EXPANSION Test.FI 

2. MIDI Test..F2 

3. CARD Test.F3 

4. SW& LED Test.F4 

5. LCD & ENCODER Test.F5 

6. SOUND Test.F6 


NOTE: Each test corresponds to the function buttons. Re ! 7 Hi 7 7 7 7 '> 3 7 T 7 7 R0RS LTV' £ 

Press the function key for the test you want to ~f 0 

perform. L 70 0 7 ~ 7 h Stz 7 7 7 0/3 7 A 7 

7£#LTtX h OTLTT$v> 0 
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(1) EXPANSION TEST 

NOTE: Install the eight wave expansion boards into the main unit 
before turning the power on. 

You can install the eight wave expansion boards in any 
desired order. The same type of wave expansion boards 
can be used. 

The display in Fig. 14 appears on the LCD. 


T 1 J X77/\°>'> a h 


LCD 7 [Fig. 14] 7 £ y 


Cl] Wave Expansion Board Test 


Fig. 14 


Are eight "OK" signs shown on the LCD? 

Check: 


Expfl 

ExpB 

ExpC 

ExpD 

OK 

OK 

OK 

OK 

ExpE 

ExfF 

ExpG 

ExpH 

OK 

OK 

OK 

OK 


LCD78O0 K tl&fr ? 


IC111, 112, 113, 114 on MB 
IC5 on EXB 

FUJI CARD (16p, 35p) MB-EXB 


The EXP test is complete. 

When this test is OK, the test automatically advances to the next 
item. 

NOTE: If 8 types of wave expansion boards are not available, 
perform checks as follows. 

Turn the power on in normal mode. 

Press [SYSTEM] to light up the indicator. 

Press [F6](Info), and the "System Information 1" screen appears. If 
the "System Information 2" screen is displayed, press [F6](Info) 
again. 


Displayed on this screen is the name of the wave expansion board 
installed into a wave expansion slot. The slot for which no name ("- 

-") is displayed has no board installed or may have a 

problem. 

Check to see if the name is displayed for all the slots. 


EXP A 7 b!47o 

L(DtX bA0K7)|f7\ 7M^7#fjiLI Ac 


r± : t x - 7x77^7737 A— K7'8II8AcffllliA' §: & 

KtAtitT$v> 0 

[SYSTEM] Lt, -4 7 V y~ 9 “ & AAT $ 7 £ to 
[F6](Info)£#Li1~o '77 AA4 7 7tA'/3>l 

fit to 

7 7*7 — '>372 £A-Av^ t § 

E[F6] (lnfo)£#LAT£^ 0 

2 0lli (i^x“7"x^X/Oy a 77 n y b 

7x —7 "x.y xs-sy y a y<D%mri i 'M7F£ti£i~o "— 

--y b 

v^\ o 

fkXCOX n y b a£ibij71£7f£ tb£7Ax y 7 LTT?A 


(2) MIDI TEST 

The display in Fig. 15 appears on the LCD. 


T 2 J MIDIA7 h 

LCD7[Fig.l5]0 £ -9 7^^£AIA 0 


C2D MIDI Test 

Connect MIDI. 


Fig. 15 


Connection C ] 


Connect between IN and OUT with the MIDI cable. Is "OK" 
displayed on the LCD? 


MIDI A - 741/AIN t OUTA o & 17 OK 10JF $ H2> fr ? 


JV-2080 


Check: 

IC13 and circumference chips on JB. 

Ribbon Cable (7p) JB-MB. 

The MIDI test is complete. MIDI T 7 b 14T 0 

When this test is OK, the test automatically advances to the next 21 7) f X b ^OKOlH'tA AA> Jji B 7#Ifij L £ 7o 

item. 


(3) CARD TEST T 3 J #-KA7 b 

The display in Fig. 16 appears on the LCD. LCD It [Fig. 16] CO £ 9 7 777 $ fl%> Q 



Insert the RAM CARD (protect ON, without battery) into the unit. RAM CARD ( 7° n x 9 b ON^ 7'y r'J — te) £ Iff A A 0 

Is the display in Fig. 17 shown on the LCD? LCD7[Fig.l7]/77l/F $ tl%> 7 ? 


Fig. 17 


Check: 

IC8, 103 on MB, DATA CARD UNIT 
FUJI CARD (34p) CB-MB 

Insert the RAM CARD (protect OFF, with battery) into the correct RAM CARD (7 °Dt)' b OfL > s' y A V — tf) 7 IIA A 7 0 
unit. LCD 7 [Fig. 18] 7'^ A $ ti h A ? 

Is the display in Fig. 18 shown on the LCD? 


Fig. 18 


Check: 

IC8, 103 on MB 
DATA CARD UNIT 
FUJI CARD (34p) CB-MB 




The CARD test is complete. jJ — K A 7 b I4T o 

When this test is OK, the test automatically advances to the next CLOA7 b ^'OK®^, AC)J|f § 7 L £ 7 o 

item. 


(4) SW & LED TEST 

NOTE: When an amplifier is connected to the MIXOUT L jack, 
sound is output each time you press the button. 


T4J 74yA&LEDA7 b 

A : MIXOUT L'/fy 7 7 7 7 74* Win LX $3 If lt\ 7 9 

y&fflLfzh §* A £ to 

7N°A;l/±<7)7/f y A AH#7#A £7 # 1^111711^ LI to 


When you sequentially press the switches on the panel, sound is 
output in the sequential musical scale. 
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The display in Fig. 19 appears on the LCD. LCDli[Fig.l9]<D X b U|§;7F ^■flX'Xo 


Fig. 19 


Do all LEDs (24 pieces) light up? ^LED (24®) i’&fr? 

Check: 

IC6, 105 Ql-5 on SBB 

Ribbon Cable (3p) IB-MB, (6p) (9p) PNB-MB 

Press each button in the order as listed in Table 1. TABLE1 O/F L /cMH C ®7 7 7: •fl't" o 

Does the LED for the button you pressed turn off and the display on $ fltz > O LED/® iff X-LCDJlO^TF^^^ %> & ? 

the LCD change? 

Check: 

LED SW D on SB 

Ribbon Cable (3p) PHB-MB, (4p) ENB-MB 
(9p)(10p) PNB-MB 

The SW & LED test is complete. SW & LED® 7 h $?To 

When this test is OK, the test automatically advances to the next ® COt 7 h 7®OKOlif T•'fcOlH S ^ § Sijfit! L X 'Xo 

item. 

When you press the [VALUE] knob, the LED for "MIDI [VALUE] 7 7"®# Ltz t & K li"MIDI MESSAGE" CD LED 

MESSAGE" turns off. 'XJLX'Xo 

Tablel 

[PREVIEW] - [UTILITY] - [FI] - [F2] - [F3] - [F4] - [F5] - [F6] - [EXIT] - [VALUE] -[DEC] - [INC] - [t] - [H - K]-[*]-[PERFORM] 

- [PATCH] - [RHYTHM] -[SYSTEM] - [SHIFT] - [UNDO] - [EFX] - [CHORUS] - [REVERB] - [A] -[B] - [C] - [D] -[1-8/9-16] - [E] - [F]- [G] 

- [H] - [RX] 



(5) LCD & ENCODER TEST T5j LCD 

The display in Fig. 20 appears on the LCD. LCD ti [Fig.20] CD X ' 9 U |lt7F $ fl X ~X 0 


Fig. 20 


LEDs 1-8/9-16 light up. 1-8/9-16 OLED/®*T L £ to 



Press the [VALUE] knob, and the entire LCD turns green. 
Press the [VALUE] knob again, and the entire LCD turns dark. 

Check: 

104,101 on MB 


VALUE KNOB LCD— K & 9 t to 

VALUE KNOB £b — Lite LCD—< & 9 t 

1"o 


Does the LCD contrast vary when you turn the encoder to the right JL y u — 7 — ^ O [ST T LCD CO C 2 7 Y y 7 V /OT-ftT 

or left? hiyl 

Does the LED lighting move [A] ~ [RX]? LEDO/Tf 9 /® [A] iy b [RX] X 'Cfjj <( ? 

Check: 

IC106 on MB 

Ribbon Cable (4p) ENB-MB 


The LCD/ENCODER Test is complete. 
Press the [F6] button. 


LCD/ENCODER® 7 HIT 
[F6] ® 9 


Mar 1997 
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JV-2080 


CIRCUIT PI AG RAM / EMU (MAIN 1/2) 


R112 332 018 017 RIO RIO 

R113 332 103 103 103 103 

R114 332 02 Q3 Q1 04 

R118 332 2SC2412KR 2SC2412KR 2SC2412KR 2SC2412KR 


K 
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CIRCUIT DIAGRAM / (MAIN 2/2) 
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CIRCUIT BOARD / SM (EXP BASE) 


View from components side. 
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JV-2080 ! 

SUB SHEET 


CIRCUIT BOARD / (JACK, PWSW, IND, CARD, ENC, PHONES, PANEL) 


View from components side. 
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CIRCUIT DIAGRAM / mSSU (JACK) 
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CIRCUIT DIAGRAM / 
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CHANGE INFORMATION F*3 


1. Main Board 

[Change] 

The heatsink attached to IC11 should be formed as 
shown in Fig. 23. 

[Service Response] 

When replacing this part, form the heatsink as shown 
in Fig. 23 after fitting a wire ring onto CN13. 

NOTE: Allow a clearance of 2mm between the heatsink and 
the top of the capacitor. 


Fig. 23 
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[Change] 

The PLL circuit was modified up to Lot No. 77. 
IC26-15, 16 pins 
IC28 

IC118, 120, 14 pins 
IC119, 16 pins 

These components are not mounted or their pins are 
cut. 

PWB SUB CLK ASSY 
This is mounted. 

[Service Response] 

These changes have been made at the factory. There 
is no need for additional service response. 

NOTE: The "PWB SUB CLK ASSY" is not supplied as a 
unit. This is included in the repair unit "MAIN& 
HEATSINK". 

[Change] 

The PLL circuit was modified from Lot No. 78. 
[Service Response] 

These changes have been made at the factory. There 
is no need for additional service response. 
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2. Jack Board 

[Changes] 

An electrolytic capacitor of 16V/47uF was added to 
C6 for the products up to Lot No. 20. 

[Service Response] 

This change has been made at the factory. There is no 
need for additional service response. 

NOTE: The capacitor leads have polarity. 

The front panel side is positive (+). 
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